Nuestra  Senora  De  La  Leche,  St.  Augustine,  Florida    50  N 


SHRINE  OF  LA  LECHE 
ST.  AUGlfSTINE,  FLORIDA 

The  Shrine  of  Nuestra  Senora  de  la  Leche  is  the  Oldest 
Mission  in  the  United  States.  Now  the  National  Shrine 
of  Motherhood,  it  stands  on  the  site  of  our  country's 
First  Mass,  September  8,  1565.  Open  to  all. 
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